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BELMONT   METHODiST  CHURCH 

421  Common  Street,  Belmont,  Mass. 

The  chancel  and  sanctuary  of  the  Belmont  Methodist  <^^^^ 
Church.   The   church   was   organized   May    1,  1921. 
The  building  was  completed  in  1939. 
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